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SUBJECT: FRENCH ANALOGUE/DIGITAL INPUT-OUTPUT INTERFACES TO POLAND 
IL 1565 

REFS: A. COCOM DOC (73) 1673 B. STATE 179894 C. COCOM DOC (73)1833 

1. REF C CONTAINS FRENCH ANSWERS TO US INQUIRES REF B. 

TEXT FOLLOWS (NONESSENTIAL WORDS OMITTED). 

2. A. ANALOGUE INPUT (ANALOGUE-DIGITAL CONVERSION) AND OUTPUT 
(DIGITAL-ANALOGUE CONVERSION) INTERFACES WILL BE USED FOR CARRYING 
OUT, ON COMPUTER INTENDED FOR PROCESSING SEISMIC DATA, USUAL 
DIGITAL PROCESSING FROMANALOGUE RECORDINGS USED IN OIL PROSPECTING 
AND OUTPUTS IN ANALOGUE FORM (CONTROL PLAYBACK) OF RESULTS OF 
DATA PROCESSED. 

B. FUNCTION OF COMPUTER IS IN NO WAY CHANGED BY 
ADDITION OF THE EQUIPMENT. IT MERELY PROVIDES COMPUTER 
WITH SUPPLEMENTARY INPUT/OUTPUT MEANS. 

C. CHARACTERISTICS OF THE EQUIPMENT, EXCEPT IN ONE INSTANCE, 

ARE INFERIOR TO THOSE IN ITEM 1568(K)(1) FOR ANALOGUE-DIGITAL 
AND DIGITAL- ANALOGUE CONVERTERS. 

CONVERSION RATE CAPABILITY IS 15,000 COMPLETE CONVERSIONS 
PER SECOND; 

ACCURACY IS 1 PART OF 10,000 OF FULL SCALE FOR ANALOGUE- 
DIGITAL CONVERTER AND 1 PART OF 100 OF FULL SCALE FOR DIGITAL- 
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FIGURE OF MERIT IS 15 X 10 TO THE 7TH FOR ANALOGUE-DIGITAL 
CONVERTER AND 15 X 10 TO THE 5TH FOR DIGITAL- ANALOGUE CONVERTER. 
D. ENHANCED SYSTEM INCLUDES NO MEANS OF ANALOGUE COMPUTATION 
(ADDERS, INTERGRATORS, MULTIPLIERS); IT IS INTENDED FOR FIXED 
STATION USE AT AMBIENT TEMPERATURE OF PLUS 20 DEGREES C. 
COMPUTER'S CHARACTERISTICS (INPUT/OUTPUT AND CPU BUS RATES) 

ARE NOT ALTERED BY ADDITION OF EQUIPMENT. 

ADDITION IS NEITHER EXTERNAL MEMORY NOR TAPE TRANSPORT 
(ITEM 1565(D)(4)). 

3. BROCHURE POUCHED SEPT 20. SINCE ENGLISH VERSION OF REF B IS 
DATED SEPT 19, US VIEWS ARE DUE OCT 3 (NOT OCT 10 AS ERRONEOUSLY 
STATED ON TRANSMITTAL SLIP FORWARDING BROCHURE). HOWEVER, USDEL 
WOULD APPRECIATE IT IF DEPT WOULD TRY TO STATE THEM IN TIME 
FOR OCT 2 MEETING. 

BROWN 
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